Incident  Name 

Gold  King  Mine  Release 

Operational  Period: 

24  Hours  (Day  ops  only) 

Prepared  By: 

; Kathie  Atencio 

Date: 

8/12/2015 

Website:  epa.gov/GoIdKingMine 
Site  ID:  A8K9RV 
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